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What is a central line-associated 


A central line-associated bloodstream infection (CLABSI) is defined as a 
Laboratory Confirmed Bloodstream Infection (LCBI) that is not secondary 
to an infection at another body site with a central line that has been in 
place for more than two consecutive calendar days (on or after CL day 3). 
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What are the Risk Factors for CLABSI? 


Severity of 
underlying Immunosuppression 
illnesses Intrinsic 
risk factors 
(Non- 
Modifiable) 
Prolonged 


hospitalization before Total parenteral 
CENTRAL LINE insertion nutrition 


Unskilled physician 
who inserts the 
central line 


Heavy microbial 
colonization at 
insertion site 


Lack of maximal 
sterile barriers for CVC 
insertion 


Prolonged duration of 
catheterization 


factors 
(Potentially 
Modifiable) Excessive device 


manipulation 


Femoral or internal 
jugular access sites 


Multiple central venous 
catheters (CVCs) or 
Multi-lumens Catheter 


Emergency insertion 


CLABSI Rate Reduction Strategy (CRRS) 
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